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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 


Proceedings, March 12, 1963 





Members present: Collins Thornton, Stan- 
ley Peck, George Denfield, Larry Kain, 
William Miles, G. J. Turney and Leo Fox, 
Arnold Dell, Plumbing Inspector. 


Absent: Ralph Gunthrope. 


Minutes of October 25, 1962 meeting was 
reviewed. 


Mr. Thornton read the letter from Bert 
L. Smokler Company, Detroit, Michigan 
regarding the multiple unit dwellings to 
be constructed at Blue Berry Hill Subd. 
Mr. Thornton mentioned that the future 
unit dwelling would be considered as one 
dwelling, although the apartment would be 
privately owned, the corporation would own 
the remaining property. The corporation 
will have a fund for the proper mainte- 
nance repair of the dwellings, including 


the sewer maintenance of each apartment.‘ 


Mr. Dell explained the City Plumbing 
Code regarding privately owned apartment 
dwellings. 


A motion was made by Mr. Denfield and 
supported by Mr. Kain that Mr. Thornton 
draft a letter stating the policies of the 
requirements of the plumbing code, con- 
struction, maintenance and repair of the 
multiple unit dwellings and apartments. 
The Smokler Company is requested to indi- 
cate the method of insuring future compli- 


ance of the above plumbing code policies. 
They are to put this material in the ab- 
stract or some other form agreeable to this 
Board and the City Attorney. 


Mr. Thornton mentioned the number of 
calls that Mr. Dell, plumbing inspector was 
making to take care of the Lansing area, 
due to the increase of commercial build- 
ings, apartment dwellings and homes and 
repair work. 


A comparison was made with other cities 
on the number of staff men per population 
also the amount of fee charged in the other 
cities. City of Lansing having one man 
where other cities with less population hav- 
ing two or more men. Lansing also has the 
lowest inspection fees compared with other 
cities. 


Mr. Dell mentioned that a neoprene gas- 
ket was available to use in soil pipe joints 
and did not recommend that approval of 
the gasket at this time. 


Meeting adjourned at 5:10 p.m. 
Respectfully submitted, 


GRAY J. TURNEY, 
Secretary. 
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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, April 23, 1963 





Members present—Collins Thornton, 
George Denfield, Ralph Gunthorpe, Larry 
Kain, Leo Fox, William Miles, Grey Tur- 
ney, and Inspector Arnold E. Dell. 


The meeting was called to order by the 
President, Collins Thornton at 4:05 P.M. 


Mr. Thornton called on Arnold Dell to 
give The Board information obtained from 
nine cities regarding plumbing permit fees. 
The fees are all based on a bath and a half 
units. Ann Arbor $12.00, Detroit $24.00, 
Jackson $12.00, Kalamazoo $11.50, Bay 
City $10.00, Pontiac $14.50, Flint $14.50, 
Grand Rapids $13.00, Saginaw $12.50, Lan- 
sing $7.00. The Board wishes to discuss 
this matter at a future date. 


The Board approved the use of TY-Seal 
Gaskets when used with Tyler Plain end 
pipe and fittings. This gasket may be used 
in place of lead joints when installed ac- 


cording to specifications of the State of 
Michigan Plumbing Board. 


Discussion by members of the Board 
about unlicensed plumbers doing work in 
the City of Lansing. 


Mr. Denfield presented a letter and made 
a motion, which was supported by Mr. 
Kain, that a letter be sent to Stanley Peck 
from the Board thanking him for the years 
of services on the Plumbing Board. 


Meeting adjourned 4:55 P.M. 


Respectfully submitted, 


GREY TURNEY, 
Secretary, 
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OFFICIAL PROCEEDINGS OF 


THE PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, September 12, 1963 


Meeting called to order by Chairman 
George Wyllie at 7:35 P.M. 


John H. Brady attending his first meet- 
ing was introduced to the Board. 


Members present: George Wyllie, William 
Miles, John Brady, Larry Kain, Ralph 
Gunthrope, G. J. Turney and Inspectors 
Arnold E. Dell and Leo Fox. 


Absent: George Denfield and Chris 
Baryames. 


Minutes of the previous meeting were 
approved as printed. 


Mr. Dell and The Board members dis- 
cussed the advantages of extra heavy 
cast iron pipe used in all dwellings for 
drainage and plumbing systems. 


Mr. Gunthrope to contact Mr. William 
Zopfi for a demonstration on a_ special 
fitting for connecting cast iron pipe to 
tile at the next meeting. 


Mr. Gunthrope made a motion that the 
Owens-Illinois Kimox Brand Glass drain- 
line pipe and fittings be excepted for use 
in plumbing installations in the City of 
Lansing in accordance with the State 
Plumbing Code, for special waste only. 


Should any change occur in the design 
of the material it must again be submitted 
for approval. 


Seconded by Mr. Brady. 


Motion Carried. 


Motion made by Mr. Miles and seconded 
by Mr. Brady that the Secretary send a 
letter to Mr. Thornton thanking him for 
the years served as Chairman of The 
Board and appreciation of his helpful 
guidance to the Board. 


Meeting adjourned. 
Respectfully submitted, 


GREY J. TURNEY, 
Secretary. 
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